


Ciao, Italy 
Written by Arthur Bullock 

Join Arthur as he flies to Italy 
from Rome to the Tower of 
Pisa. 


Arthur Bullock flies from 
Virginia to Italy to go to Rome. 
He walks himself to the 
Colosseum. Arthur also goes to 
the Pantheon Temple. He also 
walks to the Porta Asinaria. He 
also saw the Leaning Tower of 
Pisa. He went inside the 
Pyramid of Cestius. Arthur did 
some research on the Roman 


Empire. In Agrigento, Arthur 
himself went to the Temple of 
Concordia. Arthur went to the 
airport to fly back to America. 
Arthur will go back on another 
adventure to another country 
until next time. 

Fine della storia. 


Next time, Arthur Bullock flies 
to another place called Paris, 
France. 
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